2247—BEAR LAKE (ELEV. 9,550 FT.) 

AND HALLETT PEAK (12,725 FT.), 
ROCKY MOUNTAIN NATIONAL PARK, 
COLORADO 

Bear Lake, perhaps the best known and 
most visited of the many lakes in the National 
Park, offers two widely renowned vistas, one 
looking from the lake to Longs Peak, and the 
other from the lake to Hallett Peak. 
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